DOCKETED ITEMS     111
8503210117 Forwards Insp Repts 50-327/85-05 & 50-328/85-05 on 850121-25 & notice of violation.
WALKER,R.O. Region 2, Office of Director. 85/02/22. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29478:037-29478:049.
-8503210123 Notice of violation from insp on 850121-25.
*  Region 2, Office of Director. 85/02/22. 1 p. 29478:039-29478:039.
-8503210128 Insp Repts 50-327/85-05 & 50-328/85-05 on 850121-25. Violation noted:failure to evaluate out-of-calibr measuring & test equipment in timely manner. RUNYAN.M.F., UPRIGHT.C.M. Region 2, Office of Director. 85/02/19. 10pp. 29478:040-29478:049.
8503200216 Ack receipt of 850121 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-327/84-35 & 50-328/84-35.
VERRELLI.D.M. Region 2, Office of Director. 85/02/26. PARRIS.H.G. Tennessee Valley Authority. 1p. 29458:040-29458:045.
-8503200223 Responds to NRC 841228 Itr re violations noted in Insp Repts 50-327/84-35 & 50-328/84-35.Corrective actions:procedures temporarily changed on 841129 to include missing valves. Change became permanent rev on 841212. SHELL.R.H. Tennessee Valley Authority. 85/01/21. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29458:041-29458:042.
-8503200228 Forwards Insp Repts 50-327/84-35 & 50-328/84-35 on 841106-1205 & notice of violation.
VERRELLI.D.M. Region 2, Office of Director. 84/12/28. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29458:043-29458:045.
-8503200232 Notice of violation from insp on 841106-1205.
*  Region 2, Office of Director. 84/12/28. 1p. 29458:045-29458:045.
-8503200237 Insp Repts 50-327/84-35 & 50-328/84-35 on 841106-1205. Violation noted:inadequate valve lineup.
FORD.E., HOLLAND.W., WEISSE.S. Region 2, Office of Director. 84/12/21. 11pp. 29458:046-29458:056.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-AIHs Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503210010 Forwards Insp Repts 50-327/85-07 & 50-328/85-07 on 850205-07.No violation on deviation noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/27. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29478:296-29478:305.
-8503210015 Insp Repts 50-327/85-07 & 50-328/85-07 on 850205-07.NO violation or deviation noted.Major areas inspected:full- scale emergency exercise.
DECKER.T.R., SARTOR.W.M., CLINO.W.E. Region 2, office of Director. 35/02/25.
8pp. 29478:298-29478:305.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503190549 Advises that summary rept of inservice insp exams will be provided by 850426,per 850311 telcon.
SHELL.R.H. Tennessee Valley Authority. 85/03/13. ADENSAM.E. Licensing Branch 4. 1p. 29407:189-29407:189.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503080390 NPDES discharge monitoring rept for Nov 1984.
* Tennessee Valley Authority. 84/11/30. 75pp. 29270:332-29271:044.
8503200133 Monthly operating repts for Jan 1985.W/850215 Itr. EDDINGS M G., DUPREE.D C., WALLACE.P.R. Tennessee Valley Authority. 85/01/31. 33pp. 29457:198-29457:230.
8503110027 Forwards revised "NPDES Discharge Monitoring Rept,Apr-Aug 1984." Rev results from changes in original flow values reported.
RIVERS.M.E. Tennessee Valley Authority. 85/02/28. MARLAR.J. Environmental Protection Agency. 2pp. 29307:120-29307:125.
-8503110031 Revised "NPDES Discharge Monitoring Rept,Apr-Aug 1984."
* Tennessee Valley Authority. 84/08/31. 4pp. 29307:122-29307:125.
S. Reportable occurrences, LERs & related correspondence
8503070005 LER 85-009-00:on 850128,rod position indication sys misaligned beyond Tech  Spec   limits.Caused  by  puddles  of water  beneath  Solatron   line voltage regulator.Sys returned to svc after mositure dissipated.W/850226 Itr. ORMSBY.D.P.,    WALLACE.P.R.    Tennessee    Valley    Authority.    85/02/26.    3pp. 29268:087-29268:089.
8503060574 LER 85-007-00:on 850131 .while performing Surveillance Instruction 166.21,Train B emergency gas treatment sys room cooler would not start.Caused by blown control fuse.Fuse replaced.W/850301 Itr.
BIRCHELL.R.C.,   WALLACE.P.R.   Tennessee   Valley   Authority.   85/03/01.   3pp. 29247:337-29247:339.
8503060579 LER 85-010-00:on 850201 .containment ventilation isolation occurred on Train B valves to upper & lower containment radiation monitors RM-90-106 & 112.Caused by failure of power supply.Power supply replaced.W/850302 Itr. ROGERS.H.R.,    WALLACE.P.R.   Tennessee   Valley   Authority.   85/03/02.    4pp. 29247:340-29247:343.
8503140575 NPDES noncompliance notifications 840808 & 10,total residual chlorine concentrations exceeding permit limitation detected in grab sarnples.Caused by malfunction of sodium hypochlorite pumps.Pumps repaired.
RIVERS.M.E. Tennessee Valley Authority. 85/03/05. MARLAR.J. Environmental Protection Agency. 3pp. 29377:260-29377:262.
8503140487 Special Rept 85-02:on 850207 & 17:two fire barriers found inoperable in excess of 7 days.Caused by failure to assign maint request & oversight of breaching permit expiration date.respectively.Breaching permits will be tracked daily. WALLACE.P.R. Tennessee Valley Authority. 85/03/07. Record Services Branch (Document Control Desk). 3pp. 29378:032-29378:034.
8503150140 LER 85-011-00:on 850206,08,12,13,15 & 28,hourly fire watch not performed within 1 h.Caused by equipment failures. Equipment repaired & fire watches completed 3 h after last watch.W/850308 Itr.
DUGGIN.G.E,,    WALLACE.P.R.    Tennessee    Valley    Authority.    85/03/07.    4pp. 29393:292-29393:295.
V. Operator Examinations
8502280348 FOIA request for four categories of documents re results of written operator exams at listed facilities,including dates of exams & number of candidates taking exams.
HANAUER.S.H. Technical Analysis Corp. 84/11/01. Office of Administration. 2pp. 29173:007-29173:008.
8502280386 Responds to FOIA request for four categories of documents re results of written    operator   exams   at   listed   facilities.    Forwards   documents   subj   to request.Documents also available in PDR.Portions of documents withheld. FELTON.J.M. Division of Rules and Records. 84/12/11. HANAUER.S.H. Technical Analysis Corp. 1p. 29173:009-29173:051.
8503190474 Forwards Procedure 0202.05, "Nuclear Plant Operator Training Programs," as util program of record.Ref will be made in FSARs following NRC ack procedure as program of record.
HUFHAM.J.W. Tennessee Valley Authority. 85/03/15. THOMPSON.H.L. Division of Licensing. 1p. 29409:096-29409:210.
-8503190490 Procedure 0202.05, "Nuclear Plant Operator Training Program."
* Tennessee Valley Authority. 85/03/15.114pp. 29409:097-29409:210.
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f. Security, medical, emergency & fire protection plans
8503070079 Ack receipt of 841221 response to 840810 confirmation of action Itr re results of associated circuit analysis.review of compliance w/10CFR50,App R & final monthly status rept documenting noncompliance & corrective actions. OLSHINSKI.J.A. Region 2, Office of Director. 85/02/01. PARRIS.H.G. Tennessee Valley Authority. 1 p.
8503050460 Revs to radiological emergency plan.W/841127 Itr. HUFHAM.J.W.. MARKS.B.K. Tennessee Valley Authority. 85/02/08. GRACE.J.N. Region 2, Office of Director. 9pp. 29208:038-29208:045.
8503070039 Forwards Insp Repts 50-327/84-38 & 50-328/84-38 on 841206-850105 & notice of violation.
WALKER.R.D. Region 2, Office of Director. 85/02/13. PARRIS.H.G. Tennessee Valley Authority. 2pp.
-8503070053 Notice of violation from insp on 841206-850105. * Region 2. Office of Director. 85/02/13. 2pp.
-8503070065 Insp Repts 50-327/84-38 & 50-328/84-38 on 841206-850105, Violations identified:failure to document prompt nonconforming rept & failure to perform adequate post-maint testing on P-11 block switches. FORD.E.J. Region 2, Office of Director. 85/02/08.13pp.
8503010373 Comfirms 850228 enforcement meeting at Region II ofc to discuss finding re 10CFR50,App R deficiencies in fire protection program at facility.per 850215 telcon.Proposed agenda encl.
GRACE,J.N. Region 2, Office of Director. 85/02/22. PARRIS.H.G. Tennessee Valley Authority. 1p. 29166:143-29166:145. Region 2. Office of Director. 85/02/13. 2pp. 29267:331-29267:332.
